Schedule Of Materials : W ainscotting 

Parts needed for each 4' section: 


N o. 

Item 

Dimensions! W L 

Material 

1 

Front panel 

V 2' 1 x 46" x 28" * 

OP 

2 

Inset panels 

V 2 " x 19 V 4 " x 19 V 4 " 

OP 

8 

Moulding strips 

3 /4" X 9 /l6" x 20" 

SO 

2 

Hanging strips 

V 4 " x 2" x 46" 

Ply 

1 

Base support 

3 /4" x 2 V 2 " x 46" 

P 

1 

Base moulding 

3 /4" x 4" x 46" 

SO 

1 

Top cap 

3 /4" x 2" x 46" 

SO 

1 

Cap cove 

3 / 4 " x 3 /4" x 46" 

SO 


*lf building a corner, one panel needs to be 46 3 A" wide, and a 3" wide 
filler needs to be added to the mating panel. 


0 P=0 ak ply • SO =Solid oak • Ply= Plywood • P=Poplar 
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4' x8' sheet 
of ] / 2 " oak plywood 


1S/8" 3/8" . 
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